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RHArJVANiANTI F 


TIGERS 

851 FOLLY RANCH LANE 

MYRTLE BEACH, SC 29580 

3.1 £5 W 

FACILITIES. GENERAL. 

* There was a ten-month-old mate tiger housed in an open (op enclosure constructed with 4.5" * 4.5' , 1 hign- 
lens le. stainless slflel squares. The enclosure was 12 teet high will no kick-in or hoi wire. Tigers hove been 
Uncwn to scale lences constructed by this design and ihereiore this animal is not considered securely conlaind 
in He Enclosure. 

“ Primary enclosures musl be ol sound design to coniain ihe species housed within in order so assure public 
■safely and protect I he animals. 

1.1 The licensee must ensure- ihe tiger is housed in an enclosure ihel will be coniain lhra animal securely. 
CORRECT BY; 5 April Ml 4 


Cuslomer ID: 927$ 

Certificate: 56-C-0116 

Bile: 002 
t in-Fes. 

Type' ROUTINE INSPECTION 
Dale: 05 February £0i 4 


The inspection and an e*it interview were conducted with a facilily representative. 


AMANDA OWENS, D.V.M. 


I .r,-c hv. 

AMANDA J OWENS, D.V.M USDA, APHIS. Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 6033 

By: 


(b)(6), (b)(7)(c) 


me. 

PSBG 1 1 


Date: 

06 February £014 


Date: 

06 February £0 1 4 
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